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Publication 




Number 


Title 


Date 


Price 


Ordered 


Auto Mechanics 


1962 


$2.50 




Auto Parts Selling 


1956 


1.00 




Basic Retail Selling 


1959 


1.00 




Department Store Selling 


1959 


1.00 




Floristry 


1958 


1.50 




Grocery Store Salesmanship 


1956 


1.00 




Ladies' Apparel Selling 


1960 


2.50 




Machine Tool Operation 


1956 


2.50 




Meat Cutting and Selling 


1956 


2.25 




Men's Apparel Selling 


1959 


1.50 




Merchandising Stockman 


1956 


1.50 




Mortician, The 


1956 


1.25 




Service Station Management 


1956 


1.50 




Typewriter Mechanics 


1957 


2.00 




INSTRUCTOR'S GUIDES FOR VOCATIONAL TRAINING 






Publication 




Number 


Title 


Date 


Price 


Ordered 


Sawmill Trades (Hardwood Inspec- 


1964 


$4.00 




tion, Millwright, Saw Filer, 








Sawyer, Southern Pine Grading) 








* Vocational Automotive Mechanics 


1966 


2.00 




* Vocational Industrial Electricity 


1966 


2.00 




* Vocational Machine Shop 


1966 


2.00 




* Vocational Refrigeration and 






* 


Air Conditioning 


1967 


2.00 




* Vocational Welding (Combination) 


1967 


2.00 




* Preliminary D**®^** — * has not had 


industrial evaluation 


and authentication. 
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THIS DOCUMENT HAS BEEN REPRODUCED EXACTLY AS RECEIVED FROM THE 




PERSON OR ORGANIZATION ORIGINATING IT. POINTS OF VIEW OR OPINIONS 





STATED DO NOT NECESSARILY REPRESENT OFFICIAL OFFICE OF EDUCATION 
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BASIC PLANS FOR THE ORGANIZATION AND MANAGEMENT OF INSTRUCTION 



Title 


Publication 




Number 




Date 


Price 


Ordered 


* Vocational Diesel Engine 








Mechanics 


1967 


$1.00 




* Vocational Metal Trades 


1967 


1.00 




* Vocational Radio & Television 


1967 


1.00 




* Vocational Sheet Metal 


1967 


1.00 




* Vocational Tool and Die 


1967 


1.00 




INSTRUCTOR'S 


GUIDES FOR TECHNICAL TRAINING 




Title 


Publication 




Number 




Date 


Price 


Ordered 


Drafting & Design Technology 


1965 


$4.00 




Electronics Technology 


1964 


4.25 




Mechanical Technology 


1966 


4.00 




PROFESSIONAL HANDBOOKS & MANUALS 






Title 


Publication 




Number 




Date 


Price 


Ordered 


Community Surveys for Educational 






Purposes 


1953 


$1.00 




Handbook for Coordinators 


1964 


4.00 




School and Community Relation- 








ships 


1955 


1.25 




Suggested Club Projects and 








Ideas 


1964 


2.00 





* Preliminary Draft — has not had industrial evaluation 


and authentication. 
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